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i. Purpose ©f subject trip vm t© revise the statu© 
of ptraoMl ifiiyieBi, especial Ip those ttcw feeing Modified, 
lies© Uff«Btt|»t«4 uc action to fee tiktii ©re as follows: 

a. Eight hand suit controller and right hand 
emergency oxygen connection. One modification to improve 
the ease of operating this connection haa proven unsatisfactory, 
fire we i to try another approach had report to ifeadquarters 
as of 30 April. 
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WA A b. This subcontractor is 

AIA being phased out for security reasons, the undersigned 
25X1 A and a JTlreeel representative will visit f - — 

i l on 20 April t© determine their production and 

development capabilities. 
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c. A modified pressure suit vent controller has 
been evaluated at I l and ban received favorable comments. 

Thin mod plus a reduction of suit back pressure via a 
modifying of the suit controller outlet and insertion of 
a pressure regulator in the a/c side of the system should 
solve the problem of regulating suit vent. 

u. The pressure suit vent hose connection on the 
ejection scat has fessa improved fey Firevel and approved fey 
LAC engineers. ECP forthcoming. 

e. Ships supply oxygen gauge has been changed, 
evaluated, and approved. Sixteen modified gauges now at 
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